STORAGE SPACE

Required Physical Capabilities:

Retrieving items from counter tops or low shelves
requires sliding motion of hand, wrist, and elbow.  Objects
cannot be retrieved from storage spaces such as closets,
cabinets, high shelves.

Rationale:

Able-bodied Personal  Service  Attendants,   friends,   and
relatives  were  expected  to  use  unit storage  space.     Large
storage   rooms  were  eliminated because  of  cost.

Analysis:

Frequently-used items must be at arm height to be
accessible to quadriplegics in electric wheelchairs.
Surfaces at arm height (living-room desk and kitchen table)
are used for storage of frequently-used objects rather than
as writing or eating surfaces.  In the absence of large
storage areas for bulk medical supplies, wheelchairs, or
other equipment, bathrooms may be used for storage.

Recommendations;

- Two kinds of storage space are needed: 1) For often-
used items, storage accessible to the quadriplegics.
A counter or double-shelf arrangement may be appro-
priate.  2) Large storage areas for bulk medical
supplies, extra wheelchairs, and similar items.
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